1. MODEL 


2. NOMENCLATURE 


3. SERIAL NUMBER 


4. PART NUMBER 


5. NHAS/N 


6. LINE NUMBER 6a. STARTS LAST O/H 6b. STARTS 6c. OPERATING HOURS 


i 6d. APU HISTORICAL STARTS/HOURS 

METER READING AT APU REMOVAL 
METER READING AT APU INSTALL 
TOTAL METER CONUNTS SINCE INSTALL LINE 3 MINUS LINE 2 
PREVIOUS STARTS/HOURS 
TOTAL STARTS/HOURS LINE 4 PLUS LINE 1 


7. REPLACEMENT DUE STARTS/HOURS FOR THE APU AND SUB-COMPONENTS 


NOMENCLATURE 
AND WUC 


PART NUMBER 
AND NSN 


COMPONENT 
SERIAL NUMBER 


INST 

STARTS/ 

HOURS 


7g. 

STARTS/ 

HOURS 

SINCE 

O/H 


INST 

STARTS/ 7j. 
HOURS O/H OR 
7L REPLACE 


REPLACE 

DUE 

STARTS/ 

HOURS 


STARTS/ 

HOURS 


STARTS/ 

HOURS 
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AUXILIARY POWER UNIT AND COMPONENT RECORD 

For use of this form, see DA PAM 738-751 ; the proponent agency is DCS G-4 


apd LC vl .00 










